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This Notice: Expires 1. February 1977 
PERSONNEL ae 25X1 
27 December 


GOVERNMENT EMPLOYEES IHIEALTH ASSOCIATION MEETING 


1. This notice is addressed to all members of the 
Government Employees Health Association, Inc. (GEHA, Inc.), 
in Headquarters. The annual meeting of GEHA, Inc., will be 
held in the Headquarters Auditorium at 2:00 p.m. on Monday, 
24 January 1977. Members of GEHA, Inc., who are unable to 
attend this meeting and who wish to cast their votes in the 
election of directors may do so by completing the attached 


absentee ballot or a facsi it to the 
Secretary of GEHA, Inc., 926 Ames Building. 25X11 
Ballots must be received by the close of business on Wednesday, 


19 January 1977. 


2. Pursuant to the bylaws, a nominating committee has 
submitted the names of individuals for directors of GEHA, Inc., 
as shown on the absentee ballot. 


FOR THE DIRECTOR OF CENTRAL INTELLIGINCE: 


JOHN F. BLAKE 
Deputy Director 
for 
Administration 


Attachment 
DISTRIBUTION: ALL EMPLOYEES 


Upon separation from the attached 
ballot, the classification of 
this transmittal notice is auto- 
matically replaced by the control 
statement 

ADMINISTRATIVLE-INTERNAL USE ONLY 
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